RadioShack 




63-1217 

digital golf scope 


Press ADJUST/ON to turn the device on. It 
will automatically enter GREEN mode. 
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Thank you for purchasing your Digital Golf Scope from 
RadioShack. This is a precision optica! instrument 
designed to find the distance between you and 
the flag. Your goif scope also features a 7x magnification 
and automatically shuts off when not in use. Its pocket 
size is convenient for easy carrying and includes a 
lanyard and carrying case. 



for use while golfing 

Use the GREEN mode 
to find your distance 
to the cup when you 
are playing golf. 

1. Align the base line 
on the scope with 
the bottom of the 
flagstick. 

2. Press ADJUST/ 

ON to lower the 
location of the 

horizontal line to the top of the flag. 

3. Read the number on the top of the screen. 
This is your distance from the flag, in yards. 



product notes 
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replacing batteries 




Your Digital Golf Scope requires two CR2032 button cell 
batteries (included, available at RadioShack or online at www. 
radioshack.com ). When the display dims, replace the batteries. 

1 . Remove the battery compartment cover. Remove the 
protective strip from the batteries. 

2. Place the batteries in the compartment as indicated by 
the polarity symbols (+ and -). Then, replace the battery 
compartment cover. 

battery notes 

• Dispose of old batteries promptly and properly. Do not burn or bury 
them. 

• Use only fresh batteries of the required size and recommended type. 

• Do not use batteries of different types, capacities, or chemistries. 

• if you do not plan to use your scope for a month or longer, remove 
the batteries. Batteries can leak chemicals that can damage 
electronic parts. 

• Keep batteries out of reach of children. Can be fatal if swallowed. 
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using your digital golf scope 




for general use 

Use general mode to find your distance to any 
target. Press MODE to toggle between general 
and green modes. 

First, find the height of your target. 

1. Press ADJUST/ 

ON to input the 
hundreds place. 

2. Press MODE to 
adjust the tens 
place, and then 
ADJUST/ON 
to input the 
number. 

3. Repeat the 
above steps to 

set up the unit place and decimal. 


4. Press MODE to 
finish the input 
procedures. 

The screen 
now displays 
the minimum 
distance you can 
measure. 

5. Align the base 
line with the base 
of the target. 

6. Press ADJUST/ON to align the upper 
horizontal line with the top of the target. 

7. Read the number on the top of the screen. 
This is your distance from the target, in 
yards. 




caring for your golf scope 


limited one-year warranty 


what’s included 

Golf Scope Carrying Case 

Lens Cloth Lanyard 

User's Guide 


• The unit will power down after 60 seconds 
of inactivity. 

• CAUTION: DO NOT VIEW THE SUN with 
this optica! instrument. Observing the 
sun can cause permanent eye damage! 


Keep the golf scope dry. If it gets wet, wipe it 
dry immediately. Use and store the golf scope 
only in room temperature environments. 
Handle the golf scope carefully. Do not drop it, 
Keep the golf scope away from dust and dirt, 
and wipe it with a damp cloth occasionally to 
keep it looking new. 


Please reaij this user's guide before 
installing, setting up and using your new product 
www.radioshack.com 
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This product is warranted by RadioShack against manufacturing defects 
in material and workmanship under normal use for one (1 ) year from 
the date of purchase from RadioShack company-owned stores and 
authorized RadioShack franchisees and dealers. For complete warranty 
details and exclusions, check with your local RadioShack store. 
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